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Message Text 


TAGS:OCON, TGEN, FR 

SUBJECT:OIML MEETING ON STRAIN GAGE MEASUREMENT, SEPTEMBER 
26 - 28, 1978 

1.) FOR INFORMATION U.S. EMBASSY, U.S. DELEGATION WILL HOST 
OIML MEETING ON STRAIN GAGE MEASUREMENT SEPTEMBER 26 - 28 
AT INTERNATIONAL BUREAU OF OIML- 11 RUE TURGOT, PARIS. 

U.S. DELEGATION WILL STAY AT HOTEL TERRASS, 12 RUE JOSEPH 
DE MAISTRE. DELEGATES ARE: MR. JAMES DORSEY, HEAD OF 
DELEGATION, MICRO-MEASUREMENTS, ROMULUS, MICH.; MR. JOHN 
HALL, MAGNAFLUX CORPORATION, CHICAGO, ILL.; MR. EARL J. 

WILSON, NATIONAL AERONAUTICS AND SPACE ADMINISTRATION. 
EDWARDS, CALIF.; MR. ROSCOE BLOSS, NATIONAL BUREAU OF 
STANDARDS, WASHINGTON, D.C.; AND MR. CHARLES B. PHUCAS, 
NATIONAL BUREAU OF STANDARDS, WASHINGTON, D.C. CHRISTOPHER 
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